From: DCRoomARN7428/DC-Ariel-Rios-OGC 

Location: DCRoomARN7428/DC-Ariel-Rios-OGC 

Importance: Normal 

Subject: Accepted: Gold King Mine, Colorado 

Start Date/Time: Mon 8/10/2015 5:30:00 PM 

End Date/Time: Mon 8/1 0/2015 6:30:00 PM 

Your request was accepted. 

Sent by Microsoft Exchange Server 2016 
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